40      DOCKETED ITEMS
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.
8503080442 Suppi 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List end                                              .
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. 109pp. 29481:085-29481:192.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings,Valves & Rttings." Svc list end.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect." Svc list encl,
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp. 29480:340-29481:084.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.
R. Periodic operating reports & related correspondence
8503060099 "Effluent & Waste Disposal Semiannual Rept,Jul-Dec 1984." W/850214 itr. MORGAN.R.E. Carolina Power & Light Co. 84/12/31. GRACE.J.N. Region 2, Office of Director. 133pp. 29250:059-29250:191.
8503220470 Monthly operating rept for Feb 1985.W/850308 Itr. SCOTTAE., MORGAN.R.E. Carolina Power & Light Co. 85/02/28. TAYLOR.J.M.   Director's   Office,   Office   of   Inspection   and   Enforcement.   6pp. 29483:093-29483:098.
S. Reportable occurrence*, LERs & related correspondence
8503110043 LER 85-007-00:on 850128,four 480-volt undervoltage relays on emergency buses E1 & E2 discovered out of tolerance. Caused by overly restrictive Tech Spec setpoint description. Tech Spec rev requested.W/850226 Itr.
WRIGHT,C.L, MORGAN.R.E. Carolina Power a Light Co. 85/02/26. 4pp. 29306:351-29306:354.
8503120189 LER 85-OQ5-00:on 850109,reactor trip occurred at 14% power in steam generator A,Caused by turbine trip.Feedwater control valves observed & determined to be stable. W/850301 Itr.
WRIGHT.C., MORGAN,R. Carolina Power & Light Co. 85/03/01. 3pp. 29344:018-29344:020.
8503140524 LER 85-008-00:on 850203,short circuit on terminal board for radiation monitor R-21 vacuum pump occurred.Caused by decontamination activities using pressurized water.Faulty circuit isolated & feeder breaker replaced.W/850304 Itr. WRIGHT.C.L Mississippi Power & Light Co. MORGAN.R.E. Carolina Power & Light Co. 85/03/04. 5pp. 29376:359-29376:363.
8503270613 LER 85-009-00:on 850227,main transformer lightning arrester C failed.resulting in turbine & reactor trip.Cause not determined.Lightning arrester replaced.W/850319ltr.
WRIGHT.C.L, MORGAN.R.E. Carolina Power & Light Co. 85/03/19. 2pp. 29554:337-29554:338.
V. Operator Examinations
8503060446 Forwards Exam Rept 50-261/OL-84-01 of exam administered on 841218-21.
VERRELLI.D.M. Region 2, Office of Director. 85/02/13. UTLEY.E.E. Carolina Power & Light Co. 2pp. 29251:068-29251:157.
-8503060454 Exam Rept 50-261/OL-84-01 on 841218-21 .Exam results:seven candidates passed oral exam.six candidates passed written exam & one candidate failed. COOK.EA, WILSON.BA Region 2, Office of Director, 85/02/08. 85pp. 29251:070-29251:157.
Y. Dry Cask Independent Spent Fuel Storage Installations
8503040392 Forwards application for license to construct & operate dry cask ISFSt & SAR.Fee paid.
UTLEY.E.E. Carolina Power & Light Co. 85/02/04. CUNNINGHAMFR.E. Division of Fuel Cycle & Material Safety. 4pp, 29204:246-29205:245.
-8503040399 Application for license to construct & operate dry cask ISFSI at HB Robinson. UTLEY.E.E, Carolina Power & Light Co. 85/02/04. 21pp. 29204:250-29205:028.
-8503040401 "ISFSI SAR" * Carolina Power & Light Co, 85/02/04. 217pp. 29205:029-29205:245.
DOCKET 50-262 BRIGHAM YOUNG UNIV. RESEARCH REACTOR
Q. Inspection reports, IE Bulletins & correspondence
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-29196:258.
DOCKET 50-263 WiONTSCELLO NUCLEAR GENERATING PLANT
F. Security, medical, emergency & fire protection plans
8503060433 Forwards "Conformance to Reg Guide 1.97,Monticello Nuclear Generating Plant," interim reptLicensee 831230 submittal provided commitment on conformance to Reg Guide 1.97 w/ exception of items identified in encl.
VASSALLO.D.B. Operating Reactors Branch 2. 85/02/11. MUSOLF.D.M. Northern States Power Co. 2pp. 29246:273-29246:291.
~8501160268 "Conformance to Reg Guide 1.97 Monticello Nuclear Generating Plant." VANDERBEEK.R. EG&G, Inc. FIN A-6483. 84/12/31. NRC - No Detailed Affiliation Given. 17pp. 29246:275-29246:291.
8503210363 Forwards FEMA 850220 Itr forwarding final exercise evaluations on offsite emergency preparedness exercise conducted on 841205.No deficiencies affecting public health & safety identified.
PAPERIELLO.CJ. Region 3, Office of Director. 85/03/14. LARSON.C.E. Northern States Power Co. 1p. 29464:254-29464:280.
8503290145 Forwards Rev 17 to security plan.resolving deficiencies identified in WL Ax-eison 841210 Itr re Rev 16 to security plan.Rev withheld (ref 10CFR73.21). LARSON.C.E. Northern States Power Co. 85/03/15. KEPPLER.J.G. Region 3, Office of Director. 1p. 29560:069-29560:069.
H. General correspondence
8503180425 Advises that as of Feb 1984.GC Ortler no longer holds position of manager of corporate security & should be removed from mailing list.RJ Zerban should be added.
ZERBAN.RJ. Northern States Power Co. 85/03/12. NRC - No Detailed Affiliation Given. 1p. 29384:360-29384:360.
I. Financial information
8503250110 "1984 Annual Rept" W/850319 Itr. BRUSVEN.A.D. Northern States Power Co. 84/12/31. 45pp. 29492:126-29492:170.
P. Operating license stage documents & correspondence
8503050038 Forwards "Effluent & Waste Disposal Semiannual Rept, Jan-June 1983" & Rev 3 to "Monticeilo Nuclear Generating Plant Offsite Dose Calculation Manual." MUSOLF.D. Northern States Power Co. 83/08/30. Region 3, Office of Director, 1p. 29222:040-29222:067.
-8503050045 Rev 3 to "Monticello Nuclear Generating Plant Offsite Dose Calculation Manual."
JACOBSON.R.D., FEY.F.L Northern States Power Co. 83/04/21. 6pp. 29222:057-29222:062.
-8503050048 Rev 3 to "Monticello Process Control Program for Waste Solidification."
*  Northern States Power Co. 83/06/30. 5pp. 29222:063-29222:067.
ability of valves over 3 inches in diameter used in containment vent & purge sys.lnfo acceptable.Listed Tech Specs requested.
VASSALLO.D.B. Operating Reactors Branch 2. 85/02/15. MUSOLF.D.M. Northern States Power Co. 2pp. 29264:342-29264:350.
-8503060093 Safety evaluation supporting util 840419,0604,15 & 25 submittals re demonstration of containment purge & vent valve operability.
*   Office  of   Nuclear   Reactor  Regulation,   Director.  85/02/15.   7pp.   29264:344-29264:350.
8503060282 Forwards Rev 0 to NSP-16-101, "Comparison of NUTECH Coupling Analysis Procedure Results W/Monticello Safety/Relief Valve Test Strain Gauge Data," in response to questions re CMDOF computer program.
MUSOLF.D. Northern States Power Co. 85/02/25. Office of Nuclear Reactor Regulation, Director. 2pp. 29238:293-29238:323.
-8503060303 Rev 0 to NSP-16-101, "Comparison of NUTECH Coupling Analysis Procedure Results W/Monticello Safety/Relief Valve Test Strain Gauge Data." SMITH.J.K., VOGEL.T.N. NUTECH Engineers, Inc. NSP-16-101 ROO. 85/02/12. 29pp. 29238:295-29238:323.
8503210473 Forwards safety evaluation concluding that listed submittals verify qualification for automatic depressurization sys accumulator sys & satisfactorily address requirements of Multi-Plant Action F-55,Item II.K.3.28.
VASSALLO.D.B. Operating Reactors Branch 2. 85/03/04. MUSOLF.D.M. Northern States Power Co. 6pp. 29479:066-29479:071.
Q. Inspection reports, IE Bulletins & correspondence
8503150158 Forwards Insp Rept 50-263/85-02 on 850111-0204.No noncompliance noted,
WARNICK.R.F. Region 3, Office of Director. 85/02/22. LARSON.C.E. Northern States Power Co. 2pp. 29394:250-29394:256.
-8503150195 Insp Rept 50-263/85-02 on 850111-0204.No noncompliance or deviation noted.Major areas inspected:operational safety, onsite review committee,insp during long-term shutdown, reactor startup & spent fuel shipment. BOYD.D.C. Region 3, Office of Director. 85/02/22. 5pp. 29394:252-29394:256.
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves " Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp. 29481:301-
